102     DOCKETED ITEMS

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAEJicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203190254 Forwards environ assessment & finding of no significant impact re 910215
application & 911008 & 920114 supplemental Itrs to revise TS concerning section
5.6.1.1, "Criticality Spent Fuel."

STANG.J.F. Project Directorate 111-1. 92/03/06. FITZPATRICK.E. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). FITZPATRICK.E. American Elec-
tric Power Service Corp. 2pp. 60982:298-60982:303.

~9203190267 Environ assessment & finding of no significant impact supporting pro-
posed amend to revise provisions of TS re section 5.6.1.1, "Criticality - Spent Fuel."
STANG.J.F. Project Directorate III-1. 92/03/03. 4pp. 60982:300-60982:303.

9203200238 Forwards response to Generic Ltr 91-13, "Request for Info Related to Res-
olution of Generic Issue 130, 'Essential SWS Failures at Multi-Unit Sites' Pursuant to
10CFR50.54(F)."

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric
Co.). 92/03/13. Document Control Branch (Document Control Desk). 8pp. 61071:354-
61071:361.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013. "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9203030243 Forwards insp repts 50-315/92-05 & 50-316/92-05 on 920204-07.No viola-
tions noted.

SHAFER.W.D. Region 3 (Post 820201). 92/02/21. FITZPATRICK.E. Indiana Michigan
Power Co. 3pp. 60754:305-60754:312.

-9203030248 Insp repts 50-315/92-05 & 50-316/92-05 on 920204-07.No violations
noted.Major areas inspected:licensee program for reliable DHR during outages.
HAROLD.J.F., JORGENSEN.B.L Region 3 (Post 820201). 92/02/20. 5pp. 60754:308-
60754:312.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11 pp. 60392:001-60392:011.

9203020140 Responds to NRC 920128 Itr re violations noted in Insp Repts 50-315/91-
27 & 50-316/91-27 on 911127-920114.Corrective actions:mandatory classroom train-
ing & QA audits of safety review process conducted.

FITZPATRICK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric
Co.). 92/02/27. DAVIS.A.B. Document Control Branch (Document Control Desk). 8pp.
60766:348-60766:355.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11 pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.CE. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York. Inc. 4pp. 60997:043-60997:046.

9203120199 Forwards insp repts 50-315/91-02 & 50-316/91-02 on 920108- 920218.NO
violations noted.

SHAFER.W.D. Region 3 (Post 820201). 92/03/06. FITZPATRICK.E. Indiana Michigan
Power Co. (formerly Indiana & Michigan Electric Co.). 3pp. 60930:089-60930:104.

-9203120206 Insp repts 50-315/92-02 & 50-316/92-02 on 920108-18.No violations
noted.Major areas inspected:plant operations, maint & surveiilance.engineering &
technical supportactions pn previously identified items & reportable events.
JORGENSEN.B.L Region 3 (Post 820201). 92/03/06,13pp. 60930:092-60930:104.

9203170304 Confirms plans for 920326 meeting w/util to present Initial SALP 10 rept
for plant.

GREENMAN.E.G. Region 3 (Post 820201). 92/03/11. FITZPATRICK.E. Indiana Michi-
gan Power Co. 2pp. 60925:074-60925:075.

9203200039 Forwards initial SALP 10 rept for review prior to 910326 meeting.Rept
covers period 900901-911231 .Highlights listed.

DAVIS.AB. Region 3 (Post 820201). 92/03/16. FITZPATRICK.E. Indiana Michigan
Power Co. 4pp. 60970:069-60970:091.

-9203200046 SALP repts 50-315/92-01 & 50-316/92-01 for period 900910-911231.
* Region 3 (Post 820201). 92/03/16.19pp. 60970:073-60970:091.

R. Periodic operating reports & related correspondence

9203020043 "Semiannual Radioactive Effluent Release RepUul-Dec 1991." W/920226

FITZPATR1CK.E. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric
Co.) 91/12/31. MURLEY.T.E. Document Control Branch (Document Control Desk).
200pp. 60792:089-60792:324.

9203020147 "DC Cook Nuclear Plant 1991 Annual Operating Rept." W/920226 Itr.
FITZPATRICK E., MORAN.W.R., SVENSSON.B.A. Indiana Michigan Power Co. (for-
merly Indiana '& Michigan Electric Co.). 91/12/31. MURLEY.T.E. Document Control
Branch (Document Control Desk). 21pp. 60766:262-60766:282.

9203300359 "Annual Personnel Monitoring Rept for 1991." W/920320 Itr.
BUND.A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.).
91/12/31. 2pp. 61169:202-61169:203.

S. Reportable occurrences, LERs & related correspondence

9203200062 LER 92-002-00:on 890124,containment isolation valves not repaired when
ASME section XI leakrate acceptance criteria exceeded.Caused by procedure require-
ments not being included in test procedure.Packing replaced.W/920313 Itr.
WEBER.G.A., BLIND.A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan
Electric Co.). 92/03/13. 5pp. 61085:215-61085:220.

9203260170 LER 92-003-00:on 910219,20 & 21,7 of 20 main steam safety valves failed
to meet TS lift setpoint requirement of plus or minus 1 %.Caused by setpoint drift in
Dresser safety valves.Valves reset to acceptable values.W/920320 Itr.
WEBER.G.A., BLIND.A.A. Indiana Michigan Power Co. (formerly Indiana & Michigan
Electric Co.). 92/03/20. 5pp. 61224:193-61224:197.

V. Operator Examinations

9203030378 Notification of contract execution.mod 1 task order 131,to "Re-take Opera-
tor Licensing Exams.Cook Nuclear Power Plant." ContractonSonalysts.lnc.
HUGHES.A. Division of Contracts & Property Management (Post 890205). FIN L-1289-
2. 92/02/27. SCHWINK.W., PULSIPHER.K. Office of Nuclear Reactor Regulation, Di-
rector (Post 870411). 1p. 60793:101-60793:102.

-9203030399 Ltr contract NRC-03-89-031.Mod 1 to task order 131,providing incremen-
tal funding to, "Re-take Operator Licensing Exams, Cook Nuclear Power Plant."
SCOTT.M L. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/
27. PETERSEN.LR. Sonalysts. Inc. 1p. 60793:102-60793:102.

9203300073 Advises that NRC plans to administer generic fundamentals section of writ-
ten OL exam on 920610.Authorized representative from facilities must submit Itr listing
names of candidates for exam 30 days prior to exam date.

WRIGHT GC   Region  3  (Post 820201). 92/03/25.  Consumers  Power Co.  3pp.
61110:314-61110:316.
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F. Security, medical, emergency & fire protection plans

9203090221 Public version of revised EPIPs.including rev 0 to ERPIP-005, "Recovery
Organization Notification" & rev 46 to ERPIP A.1.W/920304 release memo.

*  Baltimore Gas & Electric Co. 92/02/13. 14pp. 60853:128-60853:142.

9203090376 Public version of revised EPIPs.including change 3 to rev 0 to ERPIP 501 &
change 5 to rev 1 to ERPIP 750.W/920304 release memo.

*  Baltimore Gas & Electric Co. 92/02/13. 10pp. 60853:033-60853:043.

9203250188 Revised Emergency Response Plan Implementation Procedure (ERPIP) in-
cluding Revs 0 to ERPIP-840.ERPIP-841.ERPIP-842 & ERPIP-843.

*  Baltimore Gas & Electric Co. 92/02/26.100pp. 61197:230-61197:309.

9203260179 Rev O.Change 1 to Emergency Response Plan Implementing Procedure
(ERPIP) ERPIP-210, "CR/TSC Monitor."

*  Baltimore Gas & Electric Co. 92/02/27. 8pp. 61165:070-61165:077.

9203260139 Rev 0 to Emergency Response Plan Implementation Procedure 311,
"Chemistry Team Leader," cancelling & superceding Procedure 4.1.8.

*  Baltimore Gas & Electric Co. 92/02/28. 10pp. 61128:002-61128:011.

9203190183 Discusses safety insp repts 50-317/92-02 & 50-318/92-02 on 920105-0215
& forwards notice of violation.lnspector discovered no procedures exist for operation
of containment emergency air locks.

COWGILL.CJ. Region 1 (Post 820201). 92/03/12. CREEL.G.C. Baltimore Gas & Elec-
tric Co. 3pp. 60970:001-60970:026.

-9203190190 Notice of violation from insp on 920105-021 S.Violation noted:no proce-
dures existed for operation of unit 1 emergency air lock door.

*  Region 1 (Post 820201). 92/03/12. 1p. 60970:004-60970:004.

-9203190199 Insp repts 50-317/92-02 & 50-318/92-02 on 920105-0215. Violations
noted.Major areas inspected:plant operations, radiological protection.surveillance &
maint,emergency preparedness.security & engineering & technical support.
NICHOLSON.LE. Region 1 (Post 820201). 92/03/12. 22pp. 60970:005-60970:026.

9203200213 Accepts 911028 emergency response data sys implementation plan.
MCDONALD.D.G. Project Directorate 1-1. 92/03/18. CREEL.G.C. Baltimore Gas &
Electric Co. 3pp. 61056:314-61056:316.

9203250308 Provides implementation schedule for Emergency Response Data Sys
(ERDS) & notifies of delay in delivering in NUS-developing send-sys software.
CREEL.G.C. Baltimore Gas & Electric Co. 92/03/20. Document Control Branch (Doc-
ument Control Desk). 2pp. 61106:353-61106:355.n plan being developed.
